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aa "Firefighters make final preparations for the controlled burn of the former Riverside Bowl building in Camas along 
ie _ Northeast Third Avenue. The facility was originally built in 1947, and when it was destroyed on Saturday it was one of 
“nae the largest practice burns in Camas history with smoke visible from several miles away. Personnel fromthe Camasand => 
Cae Washougal fire departments and East County Fire and Rescue participated in the training exercise. The fire was still HME Aika 
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Camas Fire Dept. Training and Destruction of Riverside Bowl Camas, WA 03-24-2012 
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